To:  Lawrence,  Kathryn[Lawrence. Kathryn@epa.gov] 

From:  Terada,  Calvin 

Sent:  Mon  8/1 7/2015  1 1 :58:26  PM 

Subject:  RE:  Gold  King  R9  Response  Logs  Section  Chief  - Andy  Hendrickson 


Kay, 


I’m  glad  that  we  can  take  a little  bit  of  the  load  to  assist  you  folks.  I know  that  it’s  not  easy, 
hang  in  there! 


If  you  need  anything,  just  let  me  know  how  we  can  help  you. 


Cal 


Calvin  J.  Terada,  Manager 

Emergency  Response  Unit 

Emergency  Management  Program 

Office  of  Environmental  Cleanup 

U.S.  Environmental  Protection  Agency  - Region  10 

1200  Sixth  Avenue,  Suite  900  (ECL-133) 

Seattle,  WA  98101 

(O)  (206)  553-4141 

(F) (206) 553-0175 

(C)  (206)  790-7806 

EPA  Spill  Line  (206)  553-1263 

National  Response  Center  (800)  424-8802 
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From:  Lawrence,  Kathryn 

Sent:  Monday,  August  17,  2015  4:51  PM 

To:  Terada,  Calvin 

Subject:  Re:  Gold  King  R9  Response  Logs  Section  Chief  - Andy  Hendrickson 


You  are  the  best! 


Kathryn  Lawrence 

Emergency  Prevention  and  Preparedness 
EPA  Region  9 

Sent  from  my  BlackBerry  10  smartphone  on  the  Verizon  Wireless  4G  LTE  network. 

From:  Terada,  Calvin 
Sent:  Monday,  August  17,  2015  4:29  PM 
To:  Guria,  Peter;  Lawrence,  Kathryn;  Allen,  HarryL;  Alert,  Tana;  Lee,  Barbara 
Cc:  Magorrian,  Matthew;  Clark,  Josie;  Johnson,  Jennifers.;  Moon,  Wally;  Hendrickson,  Andrew 
Subject:  FW:  Gold  King  R9  Response  Logs  Section  Chief  - Andy  Hendrickson 


R9  Team, 


FYSA  - Andy  Hendrickson  already  reported  for  duty  to  the  RJ  0 REOC  and  will  be  ready  for 
work  first  thing  tomorrow  morning.  Andy  can  be  contacted  at  206-553-0302  or  (C)  206-375- 

3995  or  Hendrickson.andrew@epa.gov 


Also,  Matt  Magorrian,  Resource  Unit  Leader,  is  on  his  way  to  R9  with  an  ETA  to  arrive  tonight 
at  2100.  Matt  will  report  to  the  R9  REOC  first  thing  in  the  morning.  Matt’s  contact  information 
is  (C)  206-310-4553  or  MagoiTian.matthew@epa.gov 
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If  there  is  antying  else  that  we  can  do  for  you,  please  let  us  know  at  anytime. 


Calvin 


Calvin  J.  Terada,  Manager 

Emergency  Response  Unit 

Emergency  Management  Program 

Office  of  Environmental  Cleanup 

U.S.  Environmental  Protection  Agency  - Region  10 

1200  Sixth  Avenue,  Suite  900  (ECL-133) 

Seattle,  W A 98101 

(O)  (206)  553-4141 

(F) (206) 553-0175 

(C)  (206)  790-7806 

EPA  Spill  Line  (206)  553-1263 

National  Response  Center  (800)  424-8802 


From:  Rubenstein,  Peter 

Sent:  Monday,  August  17,  2015  4:19  PM 

To:  Johnson,  Jennifer  S.;  Labaw,  Joanne;  Terada,  Calvin;  Magorrian,  Matthew;  Williamson, 
Ann;  Hendrickson,  Andrew;  Smith,  Sharon;  Moon,  Wally;  Clark,  Josie 
Cc:  Tyree,  James;  Chu,  Ed 

Subject:  Gold  King  R9  Response  Logs  Section  Chief  - Andy  Hendrickson 


This  afternoon  Tana  Alert,  the  R9  RSC  coordinator,  re-activated  the  R9  request  for  a logs 
section  chief  for  the  Gold  King  response,  to  commence  work  remotely  in  Seattle  beginning 
Tuesday,  August  18.  Andy  Hendrickson  has  agreed  to  be  deployed  and  will  be  working  from  the 
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Seattle  REOC.  As  the  work  unfolds  R9  will  determine  if  they  need  to  bring  Andy  to  San 
Francisco. 


Peter  Rubenstein 

Emergency  Preparedness  Manager 
USEPA,  Region  10 
1200  Sixth  Ave.,  Suite  900 
Seattle,  WA98101 

Work:  206-553-1067 
Cell:  206-419-5586 
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